DART AEROSPACE LTD 


Description: Bracket 


Inspection Dwg: BHA/DRA 358-02-02 Rev: F 


Work Order: 


Part Number: 


k469-004-002 
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FIRST ARTICLE INSPECTION CHECKLIST 
First Article | | Prototype 
Drawin Actual 
ea Tolerance pimenslen Accept | Reject aae Sh Comments 
3.181 +/-0.010 
2.953 +/-0.010 
2.000 +/-0.010 
2.362 +/-0.010 
1.181 +/-0.010 
0.409 +/-0.010 
R0.409 +/-0.010 
2.165 +/-0.010 
0.190 +/-0.010 
0.189 +0.005/-0.001 
@0.520 +0.008/-0.001 
R0.788 +/-0.010 
Measured by: Audited by: Prototype Approval: N/A 
Date: Date: Date: N/A 
Rev Date Change Revised by 
A | 06.09.19 | New Issue KJ/JLM Ab 


A 


